McMAHANS  CHAPEL:  Located  in  the  heart  of  Toledo^^ 
Bend    Country,  approximately    12   miles   west  of  MrilS 
Toledo    Reservoir  on   highway  21.  is   the  oldest 
Protestant  church  in  Texas.   It  was  established  in 
1837  and  has  been  in  continuous  operation  since 
that  time. 
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